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CLINTON 
LIGHTING 
FIXTURES 


CATALOG No. 27 


The designs of the Fixtures illustrated 
in this catalog are protected by the 


following U. S. Patent Numbers : 


60,462 69,895 
68,814 69,999 
68,815 70,000 
68,816 70,001 
68,817 70,121 
69,223 70,122 
69,224 70,123 
69,225 70,124 
69,226 70,125 
69,892 70,564 


CLINTON METAL MEG. CO. 


49-51 ELIZABETH STREET - 


NEW YORK 





CO 


Agr and Craftsmanship, Beauty 


and Quality are outstanding features 
of the Fixtures illustrated herein 


FIXTURES & BRACKETS 


Material - - Cast Aluminum 
Finish - - - Silver Ivory Poly 


WIRED AND BARE 


Guaranteed to last. 


LANTERNS 
Material - - ~- Solid Copper 
Glass - - Hammered Cathedral 


Packed in individual cartons. 


386 


CLINTON METAL MFG. CO. 
49-51 ELIZABETH STREET NEW YORK 








CAST ALUMINUM 




















No. 2400 5 Lights 
Spread 22 In. Overall 
Length 42 In. 


Finish: Silver Ivory Poly 





No. 2412 2 Lights No. 2410 2 Lights 
Wired with Switch Wired with Switch 
Finish: Silver Ivory Poly Finish: Silver Ivory Poly 





_ 


Page One 











No. 2421 1 Light 
Length 38 In. 
Spread 9 In. 

Finish: Silver Ivory Poly 
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CAST ALUMINUM 
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No. 2401 5 Lights 
Length 42 In. Spread 21 In. overall 
Wired with Keyless Sockets 
Finish: Silver Ivory Poly 





No. 2411 1 Light 
Ext. 6 In. 
Wired with Tumbler 
or Turn Socket 
Finish: Silver Ivory Poly 
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No. 2423 3 Lights 
Spread 9 In. 
Length 38 In. 

Finish: Silver Ivory Poly 


CAST ALUMINUM 





Spread 5% In. 
Finish: Silver Ivory Poly 





: No. 2501 5 Lights 
sh: Bae paiehte Losesit 210 the Spreadt2 Olde Overall 
Length 42 In. Spread 20 In. Overall Wired with Keyless Sockets 
Finish: Silver Ivory Poly Finish: Silver Ivory Poly 


Back Plates 
4x 11% In. 











No. 2511 1 Light 


No. 2512 2 Light 
Wired with Tumbler a ghts 


or Turn Socket 
Finish: Silver Ivory Poly 


Wired with Switch 
Finish: Silver Ivory Poly 
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CAST ALUMINUM 







Spread 11 In. Overall 
Wired with Switch 


Finish: Silver Ivory Poly 


No. 2701 5 Lights 
Spread 22 In. Overall No. 2700 5 Lights 
Length 42 In. Length 42 In. 
Wired with Keyless Sockets Spread 22 In. Overall 
Finish: Silver Ivory Poly Finish: Silver Ivory Poly 





No. 2705 5 Lights No. 2710 2 Lights 
Spread 16 In. Overall Spread 14 In. Overall 
Wired with Keyless Sockets Wired with Keyless Sockets 
Finish: Silver Ivory Poly Finish: Silver Ivory Poly 
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CAST ALUMINUM 












No. 2715 1 Light 
Spread 534 In. Overall 
Wired with 
Keyless Socket 
Finish: Silver Ivory Poly 


APs 
») 


corr, 





e, 
No. 2901 5 Lights No. 2900 5 Lights 
Length 42 In. Spread 20 In. Overall 
Finish cilvensiorePole Length 42 In. Spread 19 In. Overall 
Wired with Keyless Sockets Finish: Silver Ivory Poly 





No. 2911 1 Light 


Extension Overall 434 In. No. 2912 2 Lights 

Back Plate 4% x II In. Spread 9 In. Overall Back Plate 4% x I] 
was ee eee g. Finish: Silver Ivory Poly 

Finish: Silver Ivory Poly Wired with Switch 
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CAST ALUMINUM 








5 Lights 
Length 42 In. Spread 19 In. Overall 
Also made in 
No. 2952 Drop 5 Lights 
Wired with Keyless Sockets 
Finish: Silver Ivory Poly 





No. 2951 5 Lights 
Spread 20 In. Overall 
Wired with Keyless Sockets 
Finish: Silver Ivory Poly 
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CAST ALUMINUM 





No. 1500 5 Lights No. 1501 5 Lights 
enethi4 za lae Serend aay eral pone ee te eee Pree aeons Overall 
Finish: Silver Ivory Poly Finish: Silver Ivory Poly 





No. 2812 2 Lights 
Spread 91% In. Overall 
Wired with Switch 
Finish: Silver Ivory Poly 
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CAST ALUMINUM 























No. 3001 5 Lights 


Length 42 In. Spread 20 In. Overall 
Wired with Keyless Sockets 
Also made in No. 3000, 5 Lights Candle 
Spread 19 In. Overall 
Finish: Silver Ivory Poly 





" No. 3011 1 Light 
No. 3012 2 Lights Backer Aigo iain 
Back Plate 4% x II In. eens ‘es a 
Spread 9% In. Overall xtension 434 In. overa 
Wiad Path ware ls with Tumbler Socket 
Finish: Silver Ivory Poly Finish: Silver Ivory Poly 
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No. 125 Lantern Size 9 x 11 In. 
Cast Alum num, Amber Cathe- 
dral Glass Finish, Antique Gold 





No. 1521 1 Light 
Length 42 In. 


No. 1523 3 Lights 
Spread 10 In. Overall Length 42 In. 
Wired with Keyless Socket Spread 10 In. Overall 
Finish: Silver Ivory Poly 


Finish: Silver Ivory Poly 
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No, 4 


Hand-made brass lantern; 


hinged top; amber 
glass. 


Size 9x 13 In. Length 40 In. 


Finish: Browntone Gold 
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No. 102—2 Light 

No. 103—3 Light 

Finish: Ivory Poly 

10 In. Diameter 
No. 65—Beam Light 


Finish: Ivory Poly 
634 In. Diameter 
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No. 400 
Corridor Bracket 
Size 6 x 16 In. 
Finish: Antique Gold, 
Crystal Glass 











No. 696 


Hand-sawed brass lantern; amber 
glass hinged top; browntone finish 
Size 8 x 13 In. Length 40 In. 


ALL COPPER 


No. 142—-Size 4 x 11 No. 140—Size of Lantern 4 x 11 No. 143—Size 5 x 8! 
Finished in Smoked Copper Finished in Smoked Copper Finished in Smoked Copper 
Hammered Cathedral Glass Hammered Cathedral Glass Hammered Cathedral Glass 





No. 144—Size 5 x 82 


Finished in Smoked Copper Finished in Smoked Copper Finished in Smoked Copper 
Hammered Cathedral Glass Hammered Cathedral Glass Hammered Cathedral Glass 


No. 139—Size of Lantern 4 x 11 No. 145—-Size of Lantern 4 x 9 
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ALL COPPER 





No. 146—Size of Lantern 4 x 9 No. 149—Size of Lantern 614 x 9 No. 150—Size of Lantern 614 x 9 
Finished in Smoked Copper Finished in Bronze Finished in Bronze 
Hammered Cathedral Glass Hammered Cathedral Glass Hammered Cathedral Glass 
























































































































































No. 147—-Size of Lantern 4 x 9 No. 2250—Amber Glass 25 In. Overall No. 148—Size of Lantern 6 x 9 
Finished in Smoked Copper Extension 17 In. Finished in Smoked Copper 
Hammered Cathedral Glass To be on No. 125 Hammered Cathedral Glass 


Also made in hanging type and Newpost 
Finish: Black or Bronze 
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‘erms ~ a. Shipping Instructions 


TERMS: To accounts of accredited standing, 
2% discount if paid within 10 days. 


On C. O. D. shipments a 25% deposit is 
required, All shipments are F. O. B. New 
York. 


PACKING: Each Fixture is carefully packed in 


individual cartons to insure against breakage. 


CLAIMS. of shortage or defects must be made 
within five days of receipt of goods. 


Claims of breakage should be filed against 


carrier. In every case, receipt is given us by 





transportation company stating that goods 


were delivered to it in good condition. 


CLINTON METAL MBG.') CO. 
49-51 ELIZABETH STREET, NEW YORK CITY 
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